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PEFS7 REV F 


ISOMETRIC VIEW 


MATERIAL: BS EN10088-2 1.4401/1.4404 


2. REMOVE ALL BURRS AND SHARP EDGES UNLESS OTHERWISE STATED. 


3. FINISH: NATURAL. 
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